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CONFIDENTIAL LENINGRAD 0614 

E.O. 11652: XGDS 
TAGS: ASEC 

SUBJECT: ACR INSTALLATION LENINGRAD 
REF: STATE 100592 
MOSCOW FOR RSO 

DEPARTMENT FOR SY/T; GENEVA FOR PELCZYNSKI; FRANKFURT FOR RTC 

1. REGARDING REFTEL PARA 8, EACH CRATE MUST BE BURLAP- WRAPPED 
OR POUCHED, STRAPPED IF APPLICABLE AND SEALED AS DIPLOMATIC 
MAIL, REPEAT DIPLOMATIC MAIL, NOT DIPLOMATIC CARGO. THE 
NORMAL POUCH DOCUMENTATION IS REQUIRED. 

2. TSR REGARDING THIS INSTALLATION HAS BEEN POUCHED TODAY VIA 
MOSCOW. RSO MOSCOW IS REQUESTED TO DISTRIBUTE ASAP. THIS WAS 
OUR FIRST POUCH SINCE PRIORITY HAS BEEN GIVEN THIS PROJECT. 

3. ENOUGH FOIL AND GLUE ARE ON POST TO COVER FLOOR OF ACR. 

THIS DOES NOT REQUIRE ANY PREPARATION. 

4. ONE RTC SEABEE IS REMAINING IN LENINGRAD TO ASSIST IN THIS 
PROJECT AND WILL COMMENCE PREPARATION WORK SUCH AS REMOVING 
STORAGE WHICH IS PRESENTLY IN PARENT ROOM, KNOCKING HOLE IN 
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5. TSR RECOMMENDS (8) FLUORESCENT PORTABLE FIXTURES FOR ACR, 

CHANGE THIS NUMBER TO READ (12). 

6. THE FOLLOWING ITEMS ON SPECIFIC COMPONENTS AND ALTERATIONS 
ARE EMPHASIZED IN TSR AND ARE REPEATED FOR EXPEDIENCY. 

A. (75) FEET OF 12 INCH DUCTING IS REQUIRED. BURLAP STRAPPING 
IS NOT MENTIONED IN TSR. PLEASE PROVIDE. 

B. LUGGER FOR A/C WAS REQUESTED BE MANUFACTURED IN FRANKFURT. 

SINCE THE PERSONS WHO WOULD MAKE THIS WILL BE IN LENINGRAD. IT 

IS SUGGESTED THAT A TEMPORARY ONE BE MADE OF WOOD AND MANUFACTURED 
HERE. 

C. PORTABLE FLUORESCENT LIGHTS MUST BE 220 VAC. 

D. NEW WALL IN PARENT ROOM WILL BE INSTALLED THREE FEET FROM 
PARALLEL OF VAULT DOOR ACROSS THAT END OF PARENT ROOM. THIS 
WALL IS NOT SHOWN IN TSR EXHIBIT NO. 2 BUT DRAWINGS ARE SCALE. 

MATERIALS CAN BE TAKEN FROM ANOTHER LENINGRAD PROJECT AND 
REPLACED AT A LATER DATE. 

E. LOCALLY MANUFACTURE A SOLID DAY DOOR WITH CYPHER LOCK FOR 
A CLASS 5 MOSLER VAULT DOOR. MATERIALS ARE ON POST. 

F. ADDITIONAL VENTILATION TO PARENT ROOM. 

NEUBERT 
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